ANCIENT AND MODERN VALUABLE 


PAINTINGS 


SOLD BY ORDEX oF 


MR, WILLIAM ae 


BEDFORD PARK, NEW YORK 


THE OLD GALLERIES 
43 LIBERTY STREET — 
NEW YORK 


CATALOGUE 


OF 


Ancient and Modem Paintings 
MR. WILLIAM MICHEL 
TO BE SOLD 
AT PUBLIC AUCTION 
Thursday Afternoon, June 4th, 1914 


AT THREE O’CLOCK 


AT 


THE OLD GALLERIES 


43 LIBERTY STREET 


C. BEAUCLERC CLARKE, Auctioneer 


CONDITIONS OF SALE. 


1. If there should be a dispute in regard to the bid be- 
tween two or more buyers, the article shall be at once put up 
and resold. 

2. Purchasers to give their names and places of residence 
and to pay a cash deposit of at least 50 per cent. of the pur- 
chase money—or the whole of the purchase money if required 
—in default of which the lot or lots so purchased to be imme- 
diately put up again and resold. 

3. Bills payable in cash before delivery. 

4. Receipted bills must be presented before goods can be 
removed. 

5. Goods to be removed at the expense and risk of the 
purchaser, on the morning following each day’s sale between 
eight and twelve o’clock, and the remainder of the purchase 
money to be absolutely paid before removal. 

6. Goods not removed on the morning following each 
day’s sale, between eight and twelve o'clock, remain at the 
sole risk of the purchaser. 

7. No claims allowed after the removal of goods. 

8. Articles are exposed for examination and are sold with- 
out guaranty of any kind. 

No goods delivered during the sale. 

9. Our record of sales in all cases final. 

10. Upon failure to comply with the above conditions the 
money deposited in part payment shall belong to the Auc- 
tioneer as liquidated damages for purchaser’s failure to com- 
plete the sale. All lots unclaimed within the time aforesaid 
shall be resold at public or private sale, without further no- 
tice, and the deficiency (if any) attending such resale, shall 
he made good by the defaulter at this sale, together with all 
charges attending the same. 

This condition is without prejudice to the right of the 
Auctioneer to enforce the contract made at this sale without 
such resale if he thinks fit. 


C. BEAUCLERC CLARKE. 
Auctioneer 


THE ALEXANDER PRESS, 114-116 W, 27th St. N. Y. 


SALE. 
THURSDAY, JUNE 4th, 1914 
At 3 o'clock P. M. 


1 
ADRIEN SCHULZ 


The Beach of Etretat 


») 


JEAN DAVID DE HEEM 


1600-1674 


Flowers 


8 
L. KLEIN 


Munich 


A Game of Cards 


4 
BENJAMIN WEST 


1738-1820 


The Poet 


5 
A. SMETS 


Tench 


Poultry Yard 


6 
JOHN WILLIAMS 


American 


Village of North Conway 
and Mount Washington 


C 
EARLY ITALIAN SCHOOL 


(Sixteenth Century) 


Madonna and Child 


8 
LEON RICHET 
Born at Solesmes. Medal: Third Class, 1888. 
The only pupil of Diaz. 


Forest 


9 
GUSTAVE COURBET 
French 


1819-1878 
Genre, landscape and portrait painter. 


Medals in 1849, 1857, 1861. 


Early Morning in the Forest 


CHARLES LEBRUN 
1619-1690 


Chevalier d’Aguesseau 


(Oval) 


iB i 
G. BARRIER 
Paris 
Medal, Paris Salon. 


Cavalier of the Louis XIII. Period 


12 
PAULUS POTTER 
1625-1664 


A Brown Cow 


13 
ROSA DE TIVOLI 


1665-1705 


Herder and Cattle 


4 a 


SPANISH SCHOOL 


Infanta of Spain 


15 
Gao DEDEY, 


Paris 


Pupil of Daubigny. Medals, Paris Salon. 


River Seine, Near Rouen 


16 
E. DALIPHARD 


Paris 


The Promenade 


17 
N. V. DIAZ 
Paris 
Medals, Paris Salon, 1844, 1846, 1848. 


Legion of Honor, 1851. 


The Forest of Fontainebleau, 
Near Barbizon 


18 
ALEXANDRE CABANEL 


1824-1889 


Young Girl | 


19 
FRANZ SNYDERS 


1579-1657 


The Hunter 


20 
SIR HENRY RAEBURN (R.A.) 


1756-1823 


Sir Alexander Mackenzie 


21 
GIOVANNI BATTISTA TIEPOLO 
Venetian School 


1692-1769 


Religious Subject 


22 
PHILIPS WOUVERMANS 
Holland 


1619-1668 


Battle Scene 


23 
ERNEST PARTON 


Axmerican 


Autumn 


24 
JEAN J. HENNER 


1829-1905 


Fabiola 


25 
F. BRISSOT 
Paris 
Pupil of Troyon. 


Landscape and Cattle 


26 
LEON RICHET 
Bom at Solesmes. 
Medal, Third Class, 1888. 


The only pupil of Diaz. 


Forest 


27 
JOHN RUSSELL (R.A.) 


1744-1806 


The Children of Sir Northcote 


28 
HYACINTHE RIGAUD 


France 


1659-1743 


Portrait of Pierre De Berulle 


Purchased from the expert, Mr. Feral, Paris. 


29 
GIOVANNI PEDRINI 
(Called Giampetrino) 


Italian School 


The Virgin and the Child 


30 
ALEXANDRE F. DESPORTES 
France 


1661-1743 


Game 


dl 
VAN DER HELST 
1646-1723 


Young Girl 


oe 
HUGO FICHTNER 
Paris 
The French Cavalry Charge on June 18th, 
1815 at the Battle of Waterloo 


‘Marshal Ney attempted to bring forward his 
artillery, but the French were vigorously attacked by 
ne English. They were in turn charged and cut to 
pieces by the sabres of the French cavalry.” 


33 


HIPPOLYTE E. FRAGONARD 


1806-1876 


Grandson of Jean Honore Fragonard. 


Class Medal, Salon, 1850. Officer Legion of 


Honor, 1869. 


Don Giovanni 


Jt 
PIERRE MIGNARD 


France 


1610-1695 


Marie de Lorraine 


(3 Wed 
edod 


CANALETTO 


1697-1768 


A Scene in Venice 


JAN FYT 
Flemish School 


1611-1661 


Tropical Birds 


37 
LE GOUT-GERARD 
France 


Medal Paris Salon. 


Evening at Concarneau 


38 
ADRIEN SCHULZ 
France 
La Clairiere 
Forest of Fontainebleau, 


Near Marlotte 


39 
P. L. PERBOYRE 


Paris 


A Cavalry Charge 


(First Empire) 


40 
CARLETON WIGGINS, (N.A.) 


American 


Cattle in Pasture 


4] 
ROSA BONHEUR 


1822-1899 


Monarch of the Forest 


42 
FRANZ SNYDERS 


Antwerp 
1579-1657 


Game and Fruit 


From the Collection of William Vogt, Geneva. 


4s 
CASPAR NETSCHER 
Dutch School 
Born 1639. Died at The Hague, 1684. 


Collection Comte Nesselrode, Moscow. 


Daughter of the Duke of Monmouth 


44 
JEAN CHARLES CAZIN 
Paris 
Medal, Paris Salon, 1880. 
Legion of Honor, 1882. 
Officer Legion of Honor, 1889. 


Sunset Near E.quihen 


45 


FERDINAND ROYBET 


Medals, Paris Salon, 1866; Grand Medal of 
Honor, 1893. Legion of Honor, 1892. Officer, 
1900. 


A Spanish Cavalier 


AG 
JEAN BAPTISTE SANTERRE 


France 
1658-1717 


Marquise de Dreux 


AG 
GEORGE ROMNEY 


1753-1839 


Portrait of the 


Countess of Lisburne 


48 
SPANISH SCHOOL 
1610-1667 


Infanta of Spain 


49 
DAVID TENIERS 
1610-1690 
A Guard Room 
(Haarlem, Holland) 


Collection Van Brienen van Grootelindt, 1865.. 


dU 
BENJAMIN WEST 


1738-1820 
President R. A. 


The Battle of the Boyne, July 30, 1690 


D1 
P. D. TROUILLEBERT 


Ville D’Avray 


52 
CHARLES JACQUE 
1813-1894 


Medals, Paris Salon, 1861, 1863, 1864. 
Legion of Honor, 1867. 


Sheep in the Woods 


Do 
LEON RICHET 


Forest of Fontainebleau 


a4 
EUGENE DELACROIX 
1799-1863 


Tiger Resting 


5D 
BALTHASAR VAN DEN BOSSCHE 
Antwerp 
1681-1715 
Painted the Portrait of the First Duke of 
Marlborough. 


The Sculptor’s Studio 


D6 
JOHN OPIE 
1767-1807 


Portrait of Mrs. Coxe 


57 
WILFRED C. BEAUQUESNE 
Paris 
Medals at the Paris Salon. 
Battle of Reischoffen 
From Emile Gerard, Paris. 


| 58 
NARCISSE DIAZ DE LA PENA 
1807-1876 


The Plain of Barbizon 


59 
ANTOINE VESTIER 


France 


Mademoiselle de Sassenay 


| 60 
CONSTANT TROYON 
1810-1865 


The Return to the Farm 


61 
GUSTAVE COURBET 
French 
1819-1878 
Genre, landscape and portrait painter. 


Medals in 1849, 1857, 1861. 
The Waves 


62 
CHARLES F. DAUBIGNY 
1817-1878 


The Fields of Auvers 


63 
HUBERT VAN RAVESTEYN 
Dordrecht 


1638-1683 


Dutch Home 


64 
SIR WILLIAM BEECHEY 
England 


1753-1839 


Portrait of Viscount Duncanon and 


His Children 


65 
JEAN J. HENNER 


1829-1905 


Ideal Head 


66 
GIOVANNI BATTISTO TIEPOLO 


Venetian School 
1692-1769 


Religious Subject 


67 
JEAN BAPTISTE COROT 
1796-1875 


Born and died in Paris. First Class Medal, 
1855. Officer Legion of Honor, 1867. 


Landscape 


68 
FELIX ZIEM 


France 


Venice 


